HOTEL ROBERT E. LEE 

100% AIR-CONDITIONED 
TRAVIS ST. & MAIN AVE. 
SAN ANTONIO, TEXAS 


250 modern, attractive guest rooms with tub 
and shower. Radio. Circulating icewater. 
Coffee Shop. Garage. Fireproof. Single rooms 
from $3.00; double rooms from $5.00. 


PLACE 

STAMP 

HERE 















cMoi&l (htltesU. £. Jlee. 


SAN ANTONIO, TEXAS 


i* 

jJt. 


* * 

5 « 




' 

'■■■■ * * 


3 

*>« 

■jl.« 


jyj* » 

n »• 


« « 

#«p« » 


■ a 






fi 






























































